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UNCLASSIFIED 

PAGE 01 STATE 206323 
ORIGIN HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-09 /028 R 

DRAFTED BY DHEW/FDA: JRWEINROTH, M.D.:VO 
APPROVED BY OES/ENP/EN: WJWALSH, III 
DHEW/PHS/OASH/OIH: RFISCHER 
EUR/CE :SKLINGAMAN(INFO) 
EUR/NE:HWOOLFLEY(INFO) 

100016 151906Z/47 

P 151852Z AUG 78 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN PRIORITY 
AMEMBASSY LONDON 

UNCLAS STATE 206323 

E.O. 11652: N/A 


Message Text 


TAGS: OGEN, ETRD, EIND, OTRA, GW, UK 

SUBJECT: FDA REPRESENTATTVE ATTENDING INTERNATIONAL CONGRESS 


1 . FDA ADVISES THAT KENT SMITH, MICROBIOLOGIST, OFFICE OF 
THE EXECUTIVE DIRECTOR FOR REGIONAL OPERATIONS WILL BE IN 
EUROPE AUGUST 31 - SEPTEMBER 13, 1978. 

2. MR. SMITH WILL ATTEND THE XIITH INTERNATIONAL CONGRESS 
OF MICROBIOLOGY FROM SEPTEMBER 3-8 IN MUNICH, GERMANY AND 
WILL BE ON ANNUAL LEAVE SEPTEMBER 1, 11.12, AND 13 IN 
MUNICH, GERMANY AND LONDON, ENGLAND. 

3. ASSISTANCE OF EMBASSIES WILL NOT BE REQUIRED. VANCE 
UNCLASSIFIED 
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Disposition Reason: 
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Errors: N/A 

Expiration: 
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Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 
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